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@) Positive Today: 4818 WY Recovered Today: 3422 

ÏR Death Today: 04 4 Active Cases: 24255 

S*’’ Sample Positivity today: 14.23% R% Recovery Percentage: 89.72% 

| Total cumulative Positive COVID-19 detected: 386951 

2 Total Number (%) of COVID-19 Patients Treated/ Cured: 347175 (89.72%) 

3. Total Number (%) of COVID-19 patients migrated out of state: 8061 (2.08%) 

4. Total Number (%) of COVID-19 Deaths: 7460 (1.93%) 

5 Number of samples found negative for COVID-19 today: 29031 

6 Total number of samples sent for COVID-19 testing today: 31870 

7 Total number of cumulative samples found negative: 8591257 
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Detailed Status of Sample Tested 
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Details of Districts having Positive COVID-19 Cases 
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SARRATS VAT 


Hospital Wise Death 


No. of 
| District Cumulative Deaths Name of The Hospital 
AIIMS Rishikesh , Dehradun 
Dehradun 3552 
Shri Mahant Indiresh Hospital, Dehradun 
1029 Vinay Vishal Health Care, Roorkee, { 
Haridwar 
ee 


Grand Total 





Details of State Control Room 


E-mail: covid19statewarroomuk@gmail.com, idsputtarakhand@gmail.com 





Toll free No: 104/01352609500 


aS Whatsapp No. 9412080544 


Details of District Control Rooms 
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COVID-19 Vaccination 


20th January 2022 


* Sessions Held Today: 1102 

* Number of Beneficiaries Vaccinated Today: 34916 
* Total Number of Beneficiaries Partially Vaccinated: 8377717 
* Total Number of Beneficiaries Fully Vaccinated: 6793312 
* Total Number of Beneficiaries Given Precaution Dose: 123332 


Details of Beneficiaries Vaccinated in Uttarakhand 


Last 24 
hrs l 18+ years 
1st And y Partially 
Partially : 
2nd Vaccinated vaccinated 
Dose (1st Dose 


(1st Dose 
Coverage) Coverage) 


Almora — | 952 | 23422 378760 297437 6017 5991 9945 9373 7622 
13354 | 185406 | 155896 | 2514 | 2478 | 2319 | 2292 5396 


18+ years 
Fully 
Vaccinated 
(Both Dose 
Coverage 


Fully 
Vaccinated 
(Both Dose 
Coverage) 


Partially Fully 
Vaccinated | Vaccinated 

(1st Dose | (Both Dose 

Coverage Coverage) 


Partially 
Vaccinated 
(1st Dose 
Coverage 


Total Dose 
Coverage 


2514 2478 2319 


16133 272393 250964 3987 4018 6486 6578 6066 
Champawat 9628 181685 155719 2244 2255 7472 7214 


1505 38460 745632 619175 14183 13301 20093 19406 


1382 24829 445350 342845 7911 7580 7084 


Rudraprayag 
3943 24560 395021 317086 6250 6270 4913 


6416 





